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Introduction 



We bring good things to life. 



Important Information 

NOTICE: The Industry Canada label identifies certified equipment. This certification means 
that the equipment meets certain telecommunications network protective, operational and 
safety requirements. The Industry Canada does not guarantee the equipment will operate to 
the user's satisfaction. 

Before installing this equipment, users should ensure that it is permissible to be connected to 
the facilities of the local telecommunications company. The equipment must also be installed 
using an acceptable method of connection. The customer should be aware that compliance 
with the above conditions may not prevent degradation of service in some situations. 

Repairs to certified equipment should be made by an authorized Canadian maintenance facility 
designated by the supplier. Any repairs or alterations made by the user to this equipment, or 
equipment malfunctions, may give the telecommunications company cause to request the user to 
disconnect the equipment. 

Users should ensure for their own protection that the electrical ground connections of the 
power utility, telephone lines and internal metallic water pipe systems, if present, are 
connected together. This precaution may be particularly important in rural areas. 

CAUTION: Users should not attempt to make such connections themselves, but should contact the 
appropriate electric inspection authority, or electrician, as appropriate. 

NOTES: This equipment may not be used on coin service provided by the telephone company. 

Party lines are subject to telephone company tariffs and, therefore, you may not be able to use your own 
telephone equipment if you are on a party line. Check with your local telephone company. 

Interference Information 

This equipment generates and uses radio frequency energy which may interfere with residential radio 
and television reception if not properly installed and used in accordance with instructions contained in 
this manual. Reasonable protection against such interference is ensured, although there is no guarantee 
this will not occur in a given installation. If interference is suspected and verified by switching this 
equipment on and off, the user is encouraged to try to correct the interference by one or more of the 
following measures: Reorient the radio/television receiver's antenna, relocate the equipment with respect 
to the receiver, plug the equipment and receiver into separate circuit outlets. The user may also wish to 
consult a qualified radio/television technician for additional suggestions. This equipment has been fully 
tested and complies with all limits for Class B computing devices pursuant to part 1 5 FCC Rules and 
Regulations. This apparatus does not exceed the class B limits for RF noise emissions specified in the 
RFI regulations of the Industry Canada. 

Telephone Network Information 

Should your equipment cause trouble on your line which may harm the telephone network, the 
telephone company, where practicable, may notify you that temporary discontinuance of 
service may be required. Where prior notice is not practicable and the circumstances warrant 
such action, the telephone company may temporarily discontinue service immediately. 

The telephone company may make changes in its communications facilities, equipment, 
operations or procedures where such action is required in the operation of its business. If 
these changes are expected to affect the use or performance of your telephone equipment, 
the telephone company will likely give you adequate notice to allow you to maintain 
uninterrupted service. 

Notice must be given to the telephone company upon termination of your telephone from your line. 



Your Caller ID unit stores and displays specific information, provided by your 
local telephone company, to subscribers of Caller ID or similar caller 
identification services. You must subscribe to one of these services in order 
to use this unit. 



Your Caller ID unit enables you to: 

• Identify callers before you answer the phone. 

• View the time and date of each incoming call. 

• Record up to 99 incoming calls sequentially. 

• Know who called while you were away. 

Before You Begin 



REMINDER: This 
product requires a 
subscription to Caller 
ID service from your 
telephone company. 



Parts Checklist 

Make sure your package includes the following items: 





Telephone line cord Caller ID unit 

Modular Jack Requirements 

You need an RJ11 (CA1 1 A) type modular jack, which is the most 
common type of phone jack and might look like the one pictured 
here. If you don't have a modular jack, call your local phone 
company to find out how to get one installed. 

Powering the Caller ID Unit 



Installing the Batteries 

1 . Disconnect the telephone line cords from the back of 
the unit and wait a few seconds for the unit to go into 
standby. 

2. Use a screwdriver or other flat tool to open the 
battery compartment door. 

3. Insert 3 "AAA" size batteries as shown on the 
diagram in the battery compartment. 

4. Close the battery compartment door securely. 

Low Battery Indicator 

If the low battery indicator appears in the display, you 
need to replace the batteries. It is important that you 
replace the batteries as soon as possible to guarantee 
reception of the Caller ID signals. 
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INDUSTRY CANADA NUMBER IS LOCATED ON THE CABINET BOTTOM 
REN NUMBER IS LOCATED ON THE CABINET BOTTOM 



When you replace the batteries, your Caller ID unit retains stored information for up to 60 
seconds. It is still a good idea to write down information that you do not want to lose. 

REN Number 

On the bottom of this equipment is a label indicating, among other information, 
the FCC Registration number and Ringer Equivalence Number (REN) for the 
equipment. You must, upon request, provide this information to your telephone 
company. 

The REN is useful in determining the number of devices you may connect to your 
telephone line and still have all of these devices ring when your telephone 
number is called. In most (but not all) areas, the sum of the RENs of all devices 
connected to one line should not exceed 5. To be certain of the number of 
devices you may connect to your line as determined by the REN, you should 
contact your local telephone company. 
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Installation 



Troubleshooting Tips 



Important Installation Information 

• Never install telephone wiring during a lightning storm. 

• Never touch uninsulated telephone wires or terminals, unless the telephone 
line has been disconnected at the network interface. 

• Use caution when installing or modifying telephone lines. 
Installing Your Caller ID Unit 

1 . Plug a telephone line cord into either jack on the back of the Caller ID unit and 
into the modular jack on the wall. 

2. Plug another telephone line cord into the remaining jack on the back of the 
Caller ID unit and into the telephone. 

Installation with a Stand-Alone Answering Machine 

The answering machine must be set to answer calls after at least 2 rings to 
properly receive Caller ID information. To use your Caller ID unit with an 
answering machine: 

1 . Plug a telephone line cord into either jack on the back of the Caller ID unit and 
into the modular jack on the wall. 



2. Plug another telephone line cord into the remaining jack on the back of the 
Caller ID unit and into the answering machine's Input/Line jack. 

3. Plug a third telephone line cord into the answering machine phone jack and 
into the telephone. 



Two-Line System Installation 

You must use two Caller ID units if you 
want to use Caller ID for both lines. You 
must also purchase a special two-line 
triplex adapter. 

1 . Plug the triplex adapter into your two- 
line modular wall jack. 

2. Plug your two-line phone into the two- 
line receptacle on the triplex adapter. 

3. Plug each Caller ID unit into a single- 
line receptacle on the triplex adapter. 




No Dial Tone on the Phone Attached to the Caller ID Unit 

• Check all cabling to make sure that all connections are secure. 

No Display 

• Check for proper battery installation. 

No Information is Shown After the Phone Rings 

• NO DATA appears in the display if no Caller ID signal has been detected, or 
Caller ID service has not been activated by your local telephone company. 

• Be sure to wait until the second ring before answering. 
Error Message is Displayed 

• ERROR appears in the display if the unit detects anything other than valid 
Caller ID information during the silent period after the first ring. This message 
indicates either the presence of noise on the line, or that an invalid message 
has been sent from the telephone company. 



Operation 



Service 



Choosing a Language 

This unit can display the message indicators in English (default upon initial 
battery installation), Spanish, or French. To select a language: 

1 . Press and hold the DELETE button. 

2. Then press the right REVIEW button. 

3. Release both buttons when the display shows the current language. 

4. Use the REVIEW buttons to scroll through the language options. 

5. Press DELETE once to save your selection. 

Adjusting the Contrast /Viewing Angle 

This unit can adjust the contrast/viewing angle of the display for better readability 
at certain viewing angles. To adjust the contrast/viewing angle: 

1 . Press and hold the DELETE button. 

2. Then press the left REVIEW button. 

3. Release both buttons when the display shows the current contrast level. 

4. Use the REVIEW button to scroll through the contrast levels. The levels 
available are 1-5. 

5. Press DELETE once to save your selection. 
Summary Screen 

The Summary Screen shows the current time, 
current date, and number of new calls to be 
reviewed. The Summary Screen is displayed 
until any button is pressed. After the new call is 
received, the Summary Screen is displayed after^ 
1 0 seconds and the New Call indicator comes 
on. 

NOTE: The number of new calls is 
displayed until any new calls have been 
reviewed. 

The time and date will be programmed 
automatically when the first Caller ID information 
is successfully received. 




NOTE: Check with your 
local phone company 
regarding name service 
availability. 



Receiving and Storing Calls 

This unit receives and displays information transmitted by your local phone 
company. This information can include the phone number, date, and time; or the 
name, phone number, date, and time. 

The unit can store up to 99 call records. When the memory is full, a new call 
automatically replaces the oldest call in memory. 

NEW shows in the display for calls received that have not been reviewed. 



Review and Delete Buttons 
Review Buttons 

• Press the right REVIEW button to see the 
next record. When all messages have been 
viewed, the unit displays START/END. 

• Press the left REVIEW button to view 
previous records. 

Delete Button 

• To permanently delete the call record shown 
in the display, press the DELETE button 
once. 

• To permanently delete all the call records, 
press and hold the DELETE button for 
about 3 seconds and release when the 
display shows DELETE ALL? Press the 
DELETE button once again to delete all 
records, or if you don't wish to delete all 
records, do not touch any buttons and the 
unit will timeout after 1 0 seconds, keeping 
the records. 



Message Indicators 

The following special messages indicate the status of a message or the unit: 
The caller memory is empty. 




REVIEW 
button 



NO CALL 
UNKNOWN CALL 

REPLACE BATTERY 
BLOCKED CALL 

ERROR 
NO DATA 
START/END 



The incoming call does not have Caller ID service or 
their service area is not linked to yours. If UNKNOWN 
NAME appears with a calling number, the name 
information was not available for that number. 

Battery power level is low and batteries must be 
replaced. 

The caller of the incoming call is registered as 
"Private Number" and their Caller ID information is 
withheld. 

Caller ID information has been corrupted during 
transmission. 

No Caller ID signal has been detected, or Caller ID 
service has not been activated. 

You are at the beginning or the end of the Caller ID 
records. 



Thomson Consumer Electronics Canada, Inc. warrants to the purchaser or gift 
recipient that if any manufacturing defect becomes apparent in this product within 
1 year from the original date of purchase, it will be replaced free of charge, 
including return transportation. 

This warranty does not include damage to the product resulting from accidents, 
misuse or leaking batteries. 

Should your product not perform properly during the warranty period, either: 

1. Return it to the selling dealer with proof of purchase for replacement, 

OR 

2. Remove the batteries (where applicable), and pack product complete with 
accessories in the original carton (or equivalent). 

— Mail prepaid (with proof of purchase) and insured to: 

ATLINKS Communications Canada, Inc. 
c/o Thomson Multimedia Ltd. 
6200 Edwards Boulevard 
Mississauga, Ontario 
Canada L5T 2V7 

The provisions of this written warranty are in addition to and not a modification of 
or subtraction from the statutory warranties and other rights and remedies 
contained in any applicable legislation, and to the extent that any such provisions 
purport to disclaim, exclude or limit any such statutory warranties and other rights 
and remedies, such provisions shall be deemed to be amended to the extent 
necessary to comply therewith. 

If you are unable to find a qualified servicer for out of warranty service, you may 
write to: 

ATLINKS Communications Canada, Inc. 
c/o Thomson Multimedia Ltd. 
P.O. Box 0944 

Indianapolis, Indiana, U.S.A., 46206-0944 

Attach your sales receipt to this booklet for future reference. This information is 
required if service is needed during the warranty period. 

PURCHASE DATE 
NAME OF STORE 




2-9016/9022/9023/9026 
Afficheur Guide de I'utilisateur 



Introduction 



Les bonnes choses de la vie. 



Renseignements importants 

AVIS: Letiquette d'l Industrie Canada permet d identifier les appareils certifies. Cette attestation signifie que I'appareil 
repond a certaines normes de protection, d'utilisation et de securite prevues pour les telecommunications. Le 
ministere ne garantit pas, cependant, que I'appareil fonctionnera de fagon satisfaisante pour I'utilisateur. 

Avant d'installer cet appareil, I'utilisateur doit verifier s'il est permis de le raccorder aux installations de la 
compagnie locale de telecommunications. Installation doit de plus respecter les methodes de raccordement 
approuvees. L abonne doit savoir que le respect des conditions mentionnees ci-dessus n'empeche pas 
necessairement la deterioration du service dans certaines situations. 

La reparation des appareils certifies doit etre confiee a un service de maintenance canadien dument autorise, 
designe par le fournisseur. Toute reparation ou modification effectuee par I'utilisateur peut amener la compagnie 
a exiger le debranchement de I' installation. 

Par mesure de securite, les utilisateurs doivent s'assurer du raccordement reciproque des circuits de mise a la 
terre du service public d'energie, des lignes telephoniques et — s'il y a lieu — des systemes interieurs de 
conduites d'eau metalliques. Cette precaution peut s'imposer particulierement dans les regions rurales. 

ATTENTION: Les utilisateurs ne doivent pas essayer de faire eux-memes ces raccordements. Us doivent 
communiquer avec le service d'inspection competent ou faire appel a un electricien, selon le cas. 

REMARQUES: Cet appareil ne peut etre utilise pour le service payant (monnaie) fourni par la compagnie de 
telephone. 

Les lignes partagees sont assujetties a des tarifs imposes par les compagnies de telephone; il se peut, par consequent, que 
vous ne puissiez utiliser voire propre appareil telephonique si vous avez une ligne partagee. Renseignez-vous aupres de la 
compagnie de telephone de votre localite. 

Renseignements sur l'interference 

Cet appareil produit et utilise I'energie radiofrequence qui peut gener la reception radio et television residentielle 
s'il n'est pas installe ou utilise conformement aux instructions contenues dans ce guide. Une protection 
raisonnable est assuree contre une telle interference, mais rien ne garantit qu'un appareil donne ne produira pas 
d'interference. Si on soupgonne et confirme une interference d une ou plus des fagons suivantes: reorienter 

I antenne du recepteur radio ou television, eloigner I'appareil du recepteur ou brancher I'appareil et le recepteur 
dans des prises de circuits differents. L'utilisateur peut aussi demander conseil a un technicien en radio- 
television competent. Cet appareil a ete mis a I'essai et repond a toutes les limites des appareils informatiques 
de Classe B, conformement a I'alinea 15, des Reglements de la FCC. Cet appareil ne depasse pas les limites de 
classe B pour les emissions de bruit RF prescrites par le reglement RFI du min d'lndustrie Canadae 

Si cet appareil provoque des derangements sur la ligne et, par consequent, sur le reseau telephonique, la 
compagnie de telephone signalera, s'il y a lieu, qu'elle doit temporairement interrompre le service. Si elle est 
dans I'impossibilite de le faire et que les circonstances dictent une telle mesure, la compagnie de telephone peut 
immediatement interrompre le service pendant un certain temps. 

La compagnie de telephone peut apporter des changements a ses installations de telecommunications, a son 
equipement, a son exploitation ou a ses politiques si la poursuite des affaires necessite de tels changements. Si 
Ton croit que ces changements influeront sur I'utilisation ou le rendement du telephone, la compagnie doit 
donner un preavis suffisant pour permettre de maintenir le service. 

II faut aviser la compagnie de telephone si Ton desire deconnecter son telephone de fagon permanente. 



Votre afficheur memorise et affiche ('information particuliere fournie par la 
compagnie de telephone aux abonnes au service d'afficheur ou a des services 
d'identification d'appelants similaires. Vous devez etre abonne a Tun de ces 
services pour utiliser cet appareil. 

L'afficheur permet: 

• D'identifier les appelants avant que vous 
repondiez au telephone. 

• De voir I'heure et la date de chaque appel regu. 

• D'enregistrer un maximum de 99 appels en sequence. 

• De savoir qui a appele pendant votre absence. 



RAPPEL : Ce 

produit exige que 
vous soyez abonne 
au service 
d'afficheur offert 
par la compagnie 
de telephone. 



Avant de commencer 



LlSTE DE PIECES 

Assurez-vous que la boTte contient les articles suivants : 




Cordon telephonique Afficheur 

Exigences de la prise modulaire 

Vous devez disposer d'une prise modulaire de type RJ11 
(CA11A), le type de prise telephonique le plus courant, similaire 
a celui illustre. Si vous ne disposez pas d'une prise modulaire, 
demandez a la compagnie de telephone comment vous pouvez 
en faire installer une. 

Alimentation de l'afficheur 

Installation des piles 

1 . Debranchez les cordons telephoniques a I'arriere de 
I'appareil et attendez quelques secondes que 
I'appareil passe en mode Veille. 

2. Ouvrez le logement a piles a I'aide d'un tournevis 
ou d'un autre objet plat. 

3. Inserez 3 piles " AAA " (non comprises) tel 
qu'indique dans le schema du logement a piles. 

4. Fermez bien le logement. 

indicateur de piles faibles 

Si I'indicateur et le texte "low battery" apparaissent 
dans l'afficheur, remplacez les piles. II faut remplacer 
les piles des que possible afin de garantir la reception 
des signaux d'afficheur. 




IQ&pm HI IS 
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Lorsque vous remplacez les piles, l'afficheur conserve I'information memorisee 
pendant un maximum de 60 secondes. On recommande tout de meme de noter 
I'information que vous souhaitez conserver. 



Information sur le reseau telephonique 

Si cet appareil provoque des derangements sur la ligne et, par consequent, sur le reseau telephonique, la 
compagnie de telephone signalera, s'il y a lieu, qu'elle doit temporairement interrompre le service. Si elle est 
dans I'impossibilite de le faire et que les circonstances dictent une telle mesure, la compagnie de telephone peut 
immediatement interrompre le service pendant un certain temps. 

La compagnie de telephone peut apporter des changements a ses installations de telecommunications, a son 
equipement, a son exploitation ou a ses politiques si la poursuite des affaires necessite de tels changements. Si 
I'on croit que ces changements influeront sur I'utilisation ou le rendement du telephone, la compagnie doit 
donner un preavis suffisant pour permettre de maintenir le service. 

I faut aviser la compagnie de telephone si I'on desire deconnecter son telephone de fagon permanente. 



LE NUMERO D'INDUSTRIE CANADA SE TROUVE A LA BASE DE L'APPAREIL 
REN (facteur d'equivalence de sonnerie) SE TROUVE A LA BASE DE L'APPAREIL 



Facteur d'equivalence de sonnerie 

L'etiquette sous I'appareil indique notamment le numero d'enregistrement FCC et 
le REN (facteur d'equivalence de sonnerie) de I'equipement. Vous devez, sur 
demande, fournir cette information a la compagnie de telephone. 

Le REN permet de determiner le nombre d'appareils que vous pouvez raccorder 
a votre ligne telephonique et qui sonneront quand votre numero de telephone est 
compose. Dans la plupart des regions (mais pas toutes), la somme des REN de 
tous les appareils raccordes a une ligne ne doit pas depasser 5. Pour connaitre 
le nombre d'appareils que vous pouvez raccorder a votre ligne, compte tenu du 
REN, communiquez avec votre compagnie de telephone. 
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Installation 



CONSEILS DE DEPANNAGE 



Renseignements importants sur l'installation 

• N'installez jamais le cablage telephonique pendant un orage electrique. 

• Ne touchez jamais les fils et bornes telephoniques non isoles, a moins que la 
ligne telephonique ait ete debranchee a I'interface reseau. 

• Prenez garde lorsque vous installez ou modifiez les lignes telephoniques.. 
Installation de l'afficheur 

1 . Branchez le cordon telephonique dans la prise a I'arriere de l'afficheur et dans 
la prise modulaire murale. 

2. Branchez un autre cordon telephonique dans I'autre prise a I'arriere de 
l'afficheur et dans le telephone. 

Installation avec un repondeur autonome 

Le repondeur doit etre programme pour repondre au moins au 2° coup pour 
recevoir adequatement I'information de l'afficheur. Pour utiliser l'afficheur avec 
un repondeur: 

1 . Branchez le cordon telephonique dans la prise a I'arriere de l'afficheur et dans 
la prise modulaire murale. 



2. Branchez un autre cordon telephonique dans I'autre prise a I'arriere de 
l'afficheur et dans la prise Input/Line du repondeur. 

3. Branchez un troisieme cordon telephonique dans la prise Phone du repondeur 
et dans le telephone. 

Installation de systeme a deux lignes 

Vous devez utiliser deux afficheurs pour utiliser 
ce service avec deux lignes. Vous devez aussi 
vous procurer un adaptateur triplex a deux 
lignes special. 

1 . Branchez I'adaptateur triplex dans la prise 
modulaire murale a deux lignes. 

2. Branchez le telephone a deux lignes dans la 
prise a deux lignes de I'adaptateur triplex. 

3. Branchez chacun des afficheurs dans la prise 
a ligne simple de I'adaptateur triplex. 




Aucun signal de manceuvre au telephone relie a l'afficheur 

• Verifiez le cablage pour vous assurer que toutes les connexions sont bonnes. 

Aucun affichage 

• Verifiez si les piles sont bien installees. 

Aucune fnformation n'apparait quand LE TELEPHONE SONNE 

• "NON DONNEE" apparatt dans l'afficheur si aucun signal d'afficheur n'a ete 
detecte ou le service d'afficheur n'a pas ete active par la compagnie de 
telephone. 

• Repondez toujours apres la deuxieme sonnerie. 
Message d'erreur affiche 

• "ERRONNEE" apparatt dans l'afficheur si I'appareil detecte autre chose que 
I'information sur I'appelant durant le silence suivant la premiere sonnerie. Ce 
message indique la presence de bruit sur la ligne ou qu'un message invalide 
a ete envoye par la compagnie de telephone. 



FONCTIONNEMENT 



Service apres -vente 



Chok de la langue 

Cet appareil peut afficher les messages en frangais, en anglais (par defaut a 
l'installation initiale des piles) ou en espagnol. Pour choisir la langue: 

1. Maintenez le bouton DELETE enfonce. 

2. Appuyez ensuite sur la touche REVIEW de droite. 

3. Relachez les deux boutons quand l'afficheur indique la langue actuelle. 

4. Utilisez les touches REVIEW pour faire defiler les options de langue. 

5. Appuyez une fois sur DELETE pour sauvegarder votre selection. 



Reglage du contraste/angle de vue 

Cet appareil permet de regler le contraste/angle de vue de l'afficheur afin de 
faciliter la lecture a certains angles. Pour regler le contraste/angle de vue: 

1. Maintenez le bouton DELETE enfonce. 

2. Appuyez ensuite sur la touche REVIEW de gauche. 



3. Relachez les deux boutons quand l'afficheur indique le niveau de Contraste 
actuel. 

4. Utilisez la touche REVIEW pour faire defiler les niveaux de contraste. Les 
niveaux offerts sont 1 a 5. 

5. Appuyez une fois sur DELETE pour sauvegarder votre selection. 

ECRAN SOMMAIRE 

L'ecran sommaire indique I'heure actuelle, 
la date actuelle et le nombre de nouveaux 
appels a consulter. L'ecran sommaire est 
affiche jusqu'a ce qu'une touche soit 
enfoncee. Apres la reception du nouvel 
appel, l'ecran sommaire est affiche apres 
10 secondes et le voyant de nouvel appel 
s'allume. 
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REMARQUE : 

Renseignez-vous aupres 
de la compagnie de 
telephone concernant 



la disponibilite du 
service d'affu 
nom. 



du 



REMARQUE : Le nombre de nouveaux 
appels est affiche jusqu'a ce que les 
nouveaux appels aient ete revus. 

L'heure et la date sont programmers 

automatiquement orsque I'information sur le 
premier appelant est bien regue. 

Reception et memorisation des appels 

Cet appareil regoit et affiche I'information transmise par la compagnie de 
telephone. Cette information peut comprendre le numero de telephone, la date et 
I'heure ; ou le nom, le numero de telephone, la date et I'heure. 

L'appareil peut memoriser un maximum de 99 appels regus. Quand la memoire 
est pleine, un nouvel appel remplace automatiquement le plus ancien en 
memoire. 

"NCWE/WX"apparait dans l'afficheur si des appels n'ont pas encore ete 
ecoutes. 



Boutons review et delete 
boutons review 

• Appuyez sur la touche REVIEW de droite 
pour voir le dossier suivant. Quand tous les 
messages ont ete ecoutes, I'ACL montre 
START/END. 

• Appuyez sur la touche REVIEW de gauche 
pour voir les dossiers precedents. 

BOUTON DELETE 

• Permet de supprimer le dossier d'appel 
affiche ; appuyez une fois sur le bouton 
DELETE. 

• Pour supprimer tous les dossiers d'appel de 
fagon permanente, maintenez la touche 
DELETE enfoncee pendant environ 3 
secondes, puis relachez-la quand l'afficheur 
indique DELETE ALL?. Appuyez de 
nouveau sur la touche DELETE pour 
supprimer tous les dossiers, ou n'appuyez 
sur aucune touche si vous ne desirez pas 
supprimer tous les dossiers ; apres 1 0 
secondes, I'appareil conserve les dossiers. 



Indicateurs de message 

Les messages speciaux suivants indiquent I'etat d'un message ou de I'appareil: 
La memoire d'appelants est vide. 




bouton 

REVIEW 



PAS D'APPEL 
APPELER INCONNU 



REMPLACE LA BATT 
APPEL BLOQUE 

ERRONNEE 

NONDONNEE 

DEBUT/FIN 



L'appelant n'est pas abonne a un service d'afficheur 
ou sa region n'est pas reliee a la votre. Si 
"APPELER INCONNU" apparait lorsqu'un appel est 
regu, I'information du nom n'est pas disponible pour 
ce numero. 

Les piles sont faibles et il faut les remplacer. 

Le numero de l'appelant est confidentiel et 
I'information a son sujet est bloquee. 

L'information sur l'appelant a ete corrompue durant 
la transmission. 

Aucun signal d'afficheur n'a ete detecte ou le 
service d'afficheur n'a pas ete active. 

Vous etes au debut ou a la fin des dossiers 
d'appelant. 



Thomson Electronique Grand Public du Canada, Inc. garantit a I'acheteur de cet 
appareil ou a la personne qui le recevrait en cadeau, que si cet appareil presente 
un defaut de fabrication pendant I'annee suivant la date d'achat, il sera remplace 
sans frais. Les frais de transport de retour sont payes. 

Cette garantie ne couvre pas les dommages attribuables aux accidents, a une 
mauvaise utilisation ni a des piles qui fuient. 

Si cet appareil ne fonctionne pas convenablement pendant qu'il est sous 
garantie: 

1 . Le retourner au marchand vendeur avec la preuve d'achat pour etre 
remplace. 

OU 

2. Retirer les piles (s'il y a lieu) et emballer I'appareil et les accessoires dans la 
boite originale (ou Equivalent). 

— Le faire parvenir port paye (avec la preuve d'achat) et assure a : 

Atlinks Communications Canada, Inc. 
c/o Thomson Multimedia Lt.ee 
6200 Edwards Boulevard 
Mississauga, Ontario 
Canada L5T 2V7 

Les dispositions de cette garantie s'ajoutent (sans les modifier ni les restreindre) 
aux garanties legales et autres droits ou recours prevus par toute legislation 
applicable; pour autant que ces dispositions tendront a rejeter, exclure ou limiter 
toute garantie legale ou tout autre droit et recours, elles seront considerees 
comme modifiees dans la mesure necessaire pour s'y conformer. 

S'il est impossible de trouver un reparateur qualifie pour effectuer une reparation 
non garantie, ecrire a : 

Atlinks Communications Canada, Inc. 
c/o Thomson Multimedia Ltee 
B.P. 0944 

Indianapolis, Indiana, E.-U., 46206-0944 

Joindre le regu de caisse a ce guide pour reference ulterieure. Cette information 
pourrait etre demandee s'il faut faire reparer I'appareil pendant qu'il est sous 
garantie. 

DATE D'ACHAT 

NOM DU MAGASIN 



